BILL NO. S-70-01- &f 

SPECIAL ORDINANCE NO. S 

AN ORDINANCE approving a contract with NATIONAL 
MILL SUPPLY COMPANY for Connectors for Electric 
Service to City-County Building. 

i 

j 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE , 

f i 

INDIANA: 

1 

SECTION 1. A certain contract approved January 5, 1970, 

j 

between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and NATIONAL MILL SUPPLY COMPANY, for: 

II 

Connectors for Electric Service to 
City-County Building, 

for a total cost of $9,744.74, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 0026, which is by 
reference incorporated herein and made part hereof, is hereby in 
all things ratified, confirmed and approved. 

! 

SECTION 2. This Ordinance shall be in full force and 

i 

effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by 


seconded by 



to the (Committee on) 


and duly adopted, read the second time by title and referred 
l ( and -fco—t-h e -G i.. t.y, , 


•Comm4=s&io‘n “for recommendation) “(and ’^b’fid Hearing to be Held after due legal “notice,, 
^aj- City Hal 1 , Fort Wayne, Thd i ana , on 


. o 1 clock . 


J'milliliH'J WT 

Date : 


h /3-7d 


Read the third time in full and on motion by 





City Clerk 

0/ i 

C ft f'c. 




t <■ . 


6 1 


seconded by 
Passed (f#ST) by the following vote: 
AYES C? , NAYS 

7 

Adams 
Dunifon 
Fay 
Geake 

Nu cko 1 s /•- " ^ 

Robinson ^ . 

Rousseau 
Steigerwald , 

Tipton 


and duly adopted, placed on its passage. 


ABSTAINED 


ABSENT 


to -wit : 


Date 


/ ~ >1- IQ 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zcming Map )f General ) ( Annexation ) (Special) (Appropriation) Ordinance (Resolution) No. b ~ 


on the 





of 


, , ^ity Clerk *7 Prpsidfi'rig 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 2dL ~~ r da Y 

■ -* ’ x r ‘ ’ > *. fV-ii i. v . 

, 196 '7 i) at the hour of j ]_ c ' o'clock if .M. JE.S .T. 


mm „ f m 


c T 


- — 


City Clerk 


Approved and signed by me this 




ay of 


at the hour of ... /*•• of - o'clock A .M.aE.S.T. 






T 


l 


Mayor 


Bill No. S-70-01-07 


REPORT OF THE C0.MM1TTER ON CITY UTILITIES 

We 5 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with NATIONAL MILL SUPPLY COMPANY for Connectors for 

Electric Service to City-Countv Building. 



